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LAWS OF NEW YORK.— By Authority. 

[Every law, unless a different time shall be prescribed therein, shall not 
take effect until the twentieth day after it shall have become a law. 
Section 43, article II, chapter 8, General Laws.] 

Chap. 429. 

Al^ ACT to establish the public service commissions and pre- 
scribing their powers and duties, and to provide for the regu- 
lation and control of certain public service corporations and 
making an appropriation therefor. 

Became a law, June G, 1907, with the approval of the Governor. Passed, 
three-fifths being present. 

Passed without the acceptance of the city of New York. 

The People of the State of New Yorle, represented in Senate 
and Assembly, do enact as follows: 

THE PUBLIC SERVICE COMMISSIONS LAW. 

Article I. Public service commissions; general provisions 
(§§1-23). 
II. Provisions relating to railroads, street railroads and 
common carriers (§§ 25—40). 

III. Provisions relating to the powers of the commissions 

in respect to railroads, street railroads and com- 
mon carriers (§§ 45—60). 

IV. Provisions relating to gas and electric corporations; 

regulation of price of gas and electricity (§§ 65- 
77). 

V. Commissions and offices abolished; saving clause; 

repeal (§§ 80-89). 

ARTICLE I. 

Public Service Commissions; General Provisions. 

Section 1. Short title. 

2. Definitions. 

3. Public service districts. 

4. Commissions established; appointment; removal; 

terms of office. 



Section 5. Jurisdiction of commissions. 

6. Counsel to the commissions. 

7. Secretary to the commissions. 

8. Additional officers and employees. 

9. Oath of office; eligibility of commissioners and 

officers. 

10. Offices of commissions; meetings; official seal; 

stationery. 

11. Quorum; powers of a commissioner. 

12. Counsel to the commissions; duties. 

13. Salaries and expenses. 

14. Payment of salaries and expenses. 

15. Certain acts prohibited. 

16. Annual report of comnxissions. 

17. Certified copies of papers filed to be evidence. 

18. Tees to be charged and collected by the commissions. 

19. Attendance of witnesses and their fees. 

20. Practice before the commissions; immunity of 

, witnesses. 

21. Court proceedings ; preference. 

22. Rehearing before commission. 

23. Service and effect of orders. 

Section 1. Short title. — This chapter shall be laiown as the • 
public service commissions law, and shall apply to the public ser- 
vices herein described, and to the. commissions hereby created. 

§ 2. Definitions. — The term " commission," when used in 
this act, means either public service commission, hereby created, 
which by the terms of this act is vested with the power or duty in 
question. 

The term " commissioner," when used in this act, means one of 
the members of such commission. 

The term " corporation," when used in this act, includes a cor- 
poration, company, association and joint-stock association. 

The word " person," when used in this act, includes an individ- 
ual and a firm or copartnership. 

The term " street railroad," when used in this act, includes 
every railroad by whatsoever power operated, or any extension or 
extensions, branch or branches thereof, for public use in the con- 
veyance of persons or property for compensation, being mainly 
upon, along, above or below any street, avenue, road, highway, 
bridge or public place in any city, village or town, and including 



all switches, spurs, tracks, right of trackage, subways, tunnels, 
stations, terminals and terminal facilities of every kind used, oper- 
ated, controlled or owned by or in c&iinection with any such street 
railroad ; but the said term " street railroad," when used in this 
act, shall not include a railroad constituting or used as part of 
a trunk line railroad system. 

The term " railroad," when used in this act, includes every 
railroad, other than a street railroad, by whatsoever power operated 
for public use in the conveyance of persons or property for com- 
pensatioUj with all bridges, ferries, tunnels, switches, spurs, tracks, 
stations and terminal facilities of every kind used, operated, con- 
trolled or owned by or in connection with any .such railroad. 

The term " street railroad corporation," when used in this act, 
includes every corporation, company, association, joint-stock asso- 
ciation, partnership and person, their lessees, trustees or receivers 
appointed by any court whatsoever, owning, operating, managing 
or controlling any street railroad or any cars or other equipment 
used thereon or in connection therewith. 

The term " railroad <jorporation," when used in this act, includes 
every corporation, company, association, joint-stock association, 
partnership and person, their lessees, trustees or receivers ap- 
pointed by any co.^rt whatsoever, owning, operating, managing or 
controlling any railroad or any cars or other equipment used 
thereon or in connection therewith. 

The term " common carrier," when used in this act, includes 
all railroad corporations, street railroad corporations, express com- 
panies, car companies, sleeping-car companies, freight companies, 
freight-line companies and all persons and associations of persons, 
whether incorporated or not, operating such agencies for public 
use in the conveyance of persons or property within this state. 

The term " gas corporation," when used in this act, includes 
every corporation, company, association, joint-stock association, 
partnership and person, their lessees, trustees or receivers ap- 
pointed by any court whatsoever, owning, operatiiig, managing or 
controlling any plant or property lor- manufacturing and dis- 
tributing and selling for distribution or distributing illuminating 
gas (natural or manufactured) for light, heat or power. 

The term " electrical corporation," when used in this act, in- 
cludes every corporation, company, association, joint stock asso- 
ciation, partnership and person, their lessees, trustees or receiv- 
ers appointed by any court whatsoever (other than a railroad or 



street railroad corporation generating electricity for its own use 
exclusively), owning, operating, managing or controlling any plant 
or property for generating and distributing, or generating and 
selling for distribution, or distributing electricity for light, heat 
or power or for the transmission of electric current for auch 
purposes. 

The term " transportation of property or freight," when used 
in this act, includes any service in connection with the receiving, 
delivery, elevation, transfer in transit, ventilation, refrigeration, 
icing, storage and handling of the property or freight transported. 

The term " municipality," when used in this act, includes a city, 
village, town or lighting district, organized as provided by a gen- 
eral or special act. 

§ 3. Public service districts. — There are hereby created two 
public service districts, to be known as the first district and the 
second district. The first district shall include the counties of 
IsTew York, Kings, Queens and Richmond. The second district 
shall include all other counties of the state. 

§4. Commissions established; appointment; removal; terms 
of office. — There shall be a public service commission for each 
district, and each commission shall possess the powers and duties 
hereinafter specified, and also all powers necessary or proper to 
enable it to carry out the purposes of this act. The commission of 
the first district shall consist of five members and the commission 
of the second district shall consist of five members, to be appointed 
by the governor, by and with the advice and consent of the senate, 
one of whom designated by the governor shall, during his term 
of office, be the chairipaan of the commission of which he is a mem- 
ber. Each commissioner shall be a 'resident of the district for 
which he is appointed. 

The governor may remove any commissioner for inefficiency, 
neglect of duty or misconduct in office, giving to him a copy' of the 
charges against him, and an opportunity of being publicly heard 
in person or by counsel in his own defense, upon not less than 
ten days notice. If such commissioner shall be removed the gov- 
ernor shall file in the office of the secretary of state a complete 
statement of all charges made against such commissioner, and his 
findings thereon, together with a complete record of the 
proceedings. 

Of the members of the commission in each district first ap- 
pointed hereunder, one shall hold office until February first, nine- 



teen hundred and nine, one until February first, nineteen hundred 
and ten, one until February first, nineteen hundred and eleven, one 
until February first, nineteen hundred and twelve, and one until 
February first, nineteen hundred and thirteen; the term of office 
of each commissioner so appointed shall begin on the first day 
of July, nineteen hundred and seven. Upon the expira- 
tion >of each of such terms, the term of office of each commissioner 
thereafter appointed shall be five years from the first of February. 
Vacancies shall be filled by appointment for the unexpired term. 
§ 5. Jurisdiction of commissions. — The jurisdiction, super- 
vision, powers and duties of the public service commission in the 
first district shall extend under this act : 

1. To railroads and street railroads lying exclusively within 
that district, and to the persons or corporations owning, leasing, 
operating or controlling the same. 

2. To street railroads any portion of whose lines lies within that 
district, to all transportation of persons or property thereon 
within that district or from a point within either district to a 
point within the other district, and to the persons or corporations 
owning, operating, controlling or leasing the said street railroads ; 
provided, liowever, that the commission for the second district 
shall have jurisdiction over such portion of the lines of said street 
raili^oads as lies within the second district, and over the persons or 
corporations owning, operating, controlling or leasing the same, so 
far as concerns the construction, maintenance, equipment, terminal 
facilities and local transportation facilities of said street railroads 
within the second district. 

3. To such portion of the lines of any other railroad as lies 
within that district, and to the person or corporation owning, leas- 
ing, operating or controlling the same, so far as concerns the con- 
struction, maintenance, equipment, terminal facilities and local 
transportation facilities, and local transportation of persons or 
property within that district. 

4. To any common carrier operating or doing business exclu- 
sively within that district. 

5. To the manufacture, sale or distribution of gas and electric- 
ity for light, heat and power in said district, and to the persona 
or corporations owning, leasing, operating or controlling the same. 

6. And in addition thereto, the commission in the first district 
shall have and exercise all powers heretofore conferred upon the 
board of rapid transit railroad commissioners under chapter four 



of the laws of eighteen hundred and ninety-one, entitled "An act 
to provide for rapid transit railways in cities of over one million 
inhabitants," and the acts amendatory thereto. 

All jurisdiction, supervision, powers and duties under this act 
not specifically granted to the public service commission of the 
first district shall be vested in, and be exercised by, the public 
service commission of the second district, including the regula- 
tion and control of all transportation- of persons or property, and 
the instrumentalities connected with such transportation, on any 
railroad other than a street railroad from a point within either 
district to a point within the other district. 

§ 6. Counsel to the commissions. — Each commission sha,ll 
appoint as counsel to the commission an attorney and counselor- 
at-law of the state of New York, who shall hold office during the 
pleasure of the commission. Each counsel to the commission 
shall, subject to the approval of the commission, have the power 
to appoint, and at pleasure remove, attorneys and counselors-at- 
law, to assist him in the performance of his duties, and also to 
employ and remove stenographers and process-servers. 

§7. Secretary to the commissions. — Each commissibu shall 
have a secretary to be appointed by it and to hold office "during its 
pleasure. It shall be the duty of the secretary to keep a full 
and true record of all proceedings of the commission, of all books, 
maps, documents and papers ordered filed by the commission and 
of all orders made by a commissioner and of all orders made by 
the commission or approved and confirmed by it and ordered filed, 
and he shall be responsible to the commission for the safe custody 
and preservation of all such documents at its office. Under the 
direction of the commission the secretary shall have general 
charge of its office, superintend its clerical business and perform 
such other duties as the commission may prescribe. He shall 
have power and authority to administer oaths in all parts of the 
state, so far as the exercise of such power is properly incidental 
to the performance of his duty or that of the commission. The 
secretary shall designate, from time to time, one of the clerks 
appointed by the commission to perform the duties of secretary 
during his absence and, during such time, the clerk so designated 
shall at the office possess the powers of the secretary of the 
commission. 

§ 8. Additional officers and employees. — Each commission 
.shall have power to employ, during its pleasure, such officers, 



clerks, inspectors, experts and employees as it may deem to be 
necessary to carry out the provisions of this act, or to perform the 
duties and exercise the powers conferred by law upon the com- 
mission. 

§ 9. Oath of office ; eligibility of commissioners and officers. — 
Each commissioner and each person appointed to office by a 
commission or by counsel to a commission shall, before enter- 
ing upon the duties of his office, take and subscribe the constitu- 
tional oath of office. No person shall be eligible for appointment 
or shall hold the office of commissioner or be appointed by a 
commission or by counsel to a commission to, or hold, any office 
or position under a commission, who holds any official relation 
to any common carrier, railroad corporation, street railroad cor- 
poration, gas corporation or electrical corporation subject to the 
provisions of this act, or who owns stocks or bonds therein. 

§ 10. Offices of commissions; meetings; official seal; stationery, 
etc. — 1. The principal office of the comniission of the first dis- 
trict shall be in the borough of Manhattan, city of IvTew York; 
and the office of the second district shall be in the city of Albany, 
in rooms designated by the trustees of public buildings. Each 
commission shall hold stated meetings at least once a month 
during the year at its office. Each shall have an official seal to 
be furnished and prepared by the secretary of state as provided 
by law. The offices shall be supplied with all necessary books, 
maps, charts, stationery, office furniture, telephone and telegraph 
connections and all other necessary appliances, to be paid for in 
the same manner as other expenses authorized by this act. 

2. The offices of each commission shall be open for business 
between the hours of eight o'clock in the morning and eleven 
o'clock at night every day in the year, and one or more responsible 
persons, to be designated by the commission or by the secretary 
under the direction of the commission, shall be on duty at all 
times in immediate charge thereof. 

§11. ftnorum; powers of a commissioner. — A majority of the 
commissioners shall constitute a quorum for the transaction of any 
business, for the performance of any duty or for the exercise of 
any power of the commission, and may hold meetings of the com- 
mission at any time or place within the state. Any investigation, 
inquiry or hearing which either commission has power to 
iradertg.ke or to hold may be undertaken or held by or be- 
fore any commissioner. All investigations, inquiries, hear- 
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ings and decisions of a commissioner shall be and be 
deemed to be the investigations, inquiries, hearings and de- 
cisions of the commission and every order made by a commissioner, 
when approved and confirmed by the commission and ordered 
filed in its office, shaU be and be deemed to be the order of the 
commission. 

§ 12. Counsel to the commissions ; duties. — It sh'all be the 
duty of counsel to a commission to represent and appear for the 
people of the state of- New York and the commission in all 
actions and proceedings involving any question under this act, or 
under or in reference to any act or order of the commission, and, 
if directed to do so by the commission, to intervene, if possible, 
in any action or proceeding in which any such question is in- 
volved; to commence and prosecute all actions and proceedings 
directed or authorized by the commission, and to expedite in 
every way possible final determination of all such actions and pro- 
ceedings; to advise the commission and each commissioner when 
so requested in- regard to all matters in connection with the 
powers and duties of the commission and of the members thereof, 
and generally to perform all duties and services as attorney and 
counsel to the commission which the commission may reasonably 
require of him. 

§ 13. Salaries and expenses. — The annual salary of each com- 
missioner shall be fifteen thousand dollars ($15,000). The annual 
salary of counsel to a commission shall be ten thousand dollars 
($,10,000). ■ The annual salary of a secretary to a commission 
shall be six thousand dollars ($6,000). AH officers, clerks, in- 
spectors, experts and employees of a commission, and all persons 
appointed by the counsel to a commission, shall receive the com- 
pensation fixed by the commission. 

The commissioners, counsel to the commission and the secretary, 
and their officers, clerks, inspectors, experts and other employees, 
shall have reimbursed to them all actual and necessary traveling 
and other expenses and disbursements incurred or made by them 
in the discharge of their official duties. 

§ 14. Payment of salaries and expenses. — 1. The salaries of 
the commissioners, the counsel to the commission, and the secre- 
tary to the commission in the first district shall be audited and 
allowed by the state comptroller, and paid monthly by the state 
treasurer upon the order of the comptroller out of the funds pro- 
vided therefor. All other salaries and expenses of the commission 



of the first district shall be audited and paid as follows : The board 
■ of estimate and apportionment of the city of New York, or other 
board or public body on which is imposed the duty and in which 
is vested the power of making appropriations of public moneys 
for the purposes of the city government shall, from time to time, on. 
requisition duly made by the public service commission of the first 
district, appropriate such sum or sums of money as may be requi- 
site and necessary to enable it to do and perform, pr cause to be 
done and performed, the duties in this or in any other act pre- 
scribed, and to provide for the expenses and the compensation of 
the employees of such commission, and such appropriation shall be 
made forthwith upon presentation of a requisition from the said 
commission, which shall state the purposes for which such 
moneys are required by it. In case the said board of 
estimate and apportionment, or such other board or public body, 
fail to appropriate such amount as the said commission deems re- 
quisite and necessary, the said commission may apply to the ap- 
pellate division of the supreme court in the first department, on 
notice to the board of estimate and apportionment or such other 
board or public body aforesaid, to determine what amount shall 
be appropriated for the purposes so required and the de- 
cision of said appellate division shall be final and conclusive; 
and the city shall not be liable for any indebtedness incurred by 
the said commission in excess of such appropriation or appropria- 
tions. It shall be the duty of the auditor and comptroller of said 
city, after such appropriation shall have been duly made, to audit 
and pay the proper expenses and compensation of the em- 
ployees of said commission other than its counsel and secretary, 
upon vouchers therefor, to be furnished by the said commission, 
which payments shall be made in like manner as payments 
are now made by the auditor, comptroller or other public 
officers of claims against and demands upon such city; and 
for the purpose of providing funds with which to pay the said 
sums, the comptroller or other chief financial officer of said city, is 
hereby authorized and directed to issiae and sell revenue bonds of 
such city in anticipation of receipt of taxes and out of the pro- 
ceeds of such bonds to make the payments in this section required 
to be made. The amount necessary to pay the principal and in- 
terest of such bonds shall be included in the estimates of moneys 
necessary to be raised by taxation to carry on the busi- 
ness of said city, and shall be made a part of the tax levy 
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for the year next following the year in which such ap- 
propriations are made. The commission may provide tliat all 
or any portion of the expenses so incurred and paid by said 
city as in this section provided, and for which said city shall be 
liable", shall be repaid, with interest, by the bidder or bidders at 
the public sale of the rights, privileges and franchises, as pro- 
vided in chapter four of the laws of eighteen hundred and ninety- 
one, entitled "An act to provide for rapid transit railways in 
cities of over one million inhabitants," and the acts amendatory 
thereto. The said comptroller shall pay the proper salaries and the 
expenses of the said commission upon its requisition, for the re- 
mainder of the iiscal year after this act shall take effect, from 
any funds that may have been heretofore appropriated for the 
board of rapid transit railroad commissioners, which appropria- 
tioQ is hereby transferred to the credit of the public service com- 
mission of the first district. In case the said appropriation shall 
not be sufficient to meet such salaries and expenses, the comptroller 
of said city is hereby authorized and directed to issue and sell 
revenue bonds of said city, in anticipation of receipt of taxes, as 
hereinbefore provided. 

2. All salaries and expenses of the commission in the second 
district shall 'be audite.d and allowed by the state comptroller and 
paid monthly by the state treasurer upon the order of the comp- 
troller, out of the funds provided therefor. 

§ 15. Certain acts prohibited — Every commissioner, counsel 
to a commission, the secretary of a commission, and every per- 
son employed or appointed to office, either by a commission or by 
the counsel to a commission, is hereby forbidden and prohibited 
to solicit, suggest, request or recommend, directly or indirectly, to 
any common carrier, railroad corporation or street railroad corpo- 
ration, or to any officer, attorney, agent- or employee thereof, the 
appointment of any person to any office, place, position or employ- 
ment. And every common carrier, railroad corporation, street 
railroad corporation, gas corporation and electrical corporation and 
every officer, attorney, agent and employee thereof, is hereby for- 
bidden and prohibited to offer to any commissioner, to counsel to 
a commission, to the secretary thereof, or to any person employed 
by a commission or by the counsel to a commission, any office, 
place, appointment or position, or to offer or give to any com- 
missioner, to counsel to a commission, to the secretary thereof, or 
to any officer employed or appointed to office by the coramis- 
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sion or by the counsel to the commission, any free pass or trans- 
portation or any reduction in fare to which the public generally 
are not entitled or free carriage for freight or property or any 
present, gift or gratuity of any kind. If any commissioner, coun- 
sel to a commission, the secretary thereof or any person em- 
ployed or appointed to office by a commission or by counsel to a 
commission, shall violate any provision of this section he shall bi 
removed from the office held by him. Every commissioner, 
counsel to the commission, the secretary thereof and every person 
employed or appointed to office by the commission or by counsel 
to the commission, shall be and be deemed to be a public officer. 

§ 16. Annual report of cominissions. — All proceedings of each 
commission and all documents and records in its possession shall 
be public records, and each commission shall make an annual re- 
port to the legislature on or before the second Monday of January 
in each year, which shall contain copies of all orders issued by it, 
and any information in the possession of the commission which it 
shall deem of value to the legislature and the people of the state. 
Five hundred copies of each report, together with abstracts of the 
reports to such commission of common carriers, railroad corpora- 
tions and street railroad corporations, and gas and electrical cor- 
porations, in addition to the regular number prescribed by law, 
shall be printed as a public document of the state, bound in cloth, 
for the use of the commissioners and to be distributed by them in 
their discretion to railroad, street railroad, gas and electrical cor- 
porations and other persons interested therein. 

§ 17. Certified copies of papers filed to be evidence. — Copies 
of all official documents and orders filed or deposited according to 
law in the office of either commission, certified by a commissioner 
or by the secretary of the commission to be true copies of the origi- 
nals, under the official seal of the commission, shall be evidence in 
like manner as the originals. 

§ 18. Fees to be charged and collected by the commissions. — 
Each commission shall charge and collect the following fees: For 
copies of papers and records not required to be certified or other- 
wise authenticated by the commission, ten cents for each folio; 
for certified copies of official documents and orders filed in its 
office, fifteen cents for each folio, and one dollar for every 
certificate imder seal affixed thereto; for certifying a copy of any 
report made by a corporation to the commission, two dollars; for 
each certified copy of the annual report of the commission, one 
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dollar and fifty cents; for certified copies of evidence and pro- 
ceedings before the commission, fifteen cents for each folio. 
No fees shall be charged or collected for copies of papers, records 
or ofiicial documents, furnished to public oflficers for use in their 
oificial capacity, or for the annual reports of the commission in 
the ordinary course of distribution. All fees charged and collected 
by the commission of the first district shall belong to- the city of 
ISTew York, and shall be paid monthly, accompanied by a detailed 
statement thereof, into the treasury of .the city to the credit of 
the general fund, and all fees charged and collected by the com- 
mission of the second district shall belong to the people of the 
state, and shall be paid monthly, accompanied by a detailed state- 
ment thereof, into the treasury of the state to the credit of the 
general fund. 

§ 19. Attendance of witnesses and their fees. — l. AH sub- 
poenas shall be signed and issued by a commissioner or by the 
secretary of a commission and may be served by any person of 
full age. The fees of witnesses required to attend before a 
commission, or a commissioner, shall be two dollars for each day's 
attendance, and five cents for every mile of travel by the nearest 
generally traveled route in going to and from the place where at- 
tendance of the witness is required, such fees to be paid when the 
witness is excused from further attendance ; and the disbursements 
made in the payment of such fees shall be audited and paid in the 
first district in the same manner provided for the payment of ex- 
penses of the commission. 

2. If a person subpoenaed to attend before a commission, 
or a commissioner fails to obey the command of such subpoena, 
without reasonable cause, or if a person in attendance before a 
commission, or commissioner, shall, without reasonable cause, re- 
fuse to be sworn or to be examined or to answer a question or to 
produce a book or papers, when ordered so to do by the commis- 
sion, or a commissioner, or to subscribe and swear to his deposition 
after it has been correctly reduced to writing, he shall be guilty 
of a misdemeanor and may be prosecuted therefor in any court of 
competent criminal jurisdiction. 

If a person in attendance before a commission or a commis- 
sioner refuses without reasonable cause to be examined or to 
answer a legal and pertinent question or produce a book or paper, 
when ordered so to do by a commission or a commissioner, the 
commission may apply to any justice of the supreme court upon 
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proof by affidavit of the facts for an order returnable in not 
less than two nor more than five days directing such person to 
show cause before the justice who made the order, or any other 
justice of the supreme court, why he should not be committed 
to jail; upon the return of such order the justice before whon 
the matter shall come on for hearing shall examine under oath 
such person whose testimony may be relevant, and such person 
shall be given an opportunity to be heard; and if the justice 
shall determine that such person has refused without reasonable 
cause or legal excuse to be examined, or to answer a legal and 
pertinent question, or to produce a book or paper which he was 
ordered to bring, he may forthwith, by warrant, commit tha 
offender to jail, there to remain until he submits to do the act 
which he was so required to do or is discharged according to law. 

§ 20. Practice before the commissions; immunity of witnesses. 
— All hearings before a commission or a commissioner, shall be 
governed by rides to be adopted and prescribed by the commis- 
sion. And in all investigations, inquiries or hearings the com- 
mission, or a commissioner, shall not be bound by the tech- 
nical rules of evidence. No person shall be excused from testify- 
ing or from producing any books or papers in any investigation 
or inquiry by or upon any hearing before a commission or any 
commissioner, when ordered to do so by the commission, upon the 
ground that the testimony or evidence, books or documents re- 
quired of him may tend to incriminate him or subject him to 
penalty or forfeiture, but no person shall be prosecuted, punished 
or subjected to any penalty or forfeiture for or on account of 
any act, transaction, matter or thing concerning which he 
shall under oath have testified or produced documentary evi- 
dence; provided, however, that no person so testifying shall 
be exempt from prosecution or punishment for any perjury com- 
mitted by him in his testimony. Nothing herein contained is 
intended to give, or shall be construed as in any manner giving 
unto any corporation immunity of any kind. 

§ 21, Court proceedings; preferences. — All actions and pro- 
ceedings under this act, and all actions and proceedings com- 
menced or prosecuted by order of either commission, and all 
actions and proceedings to which either commission or the people 
of the state of New York may be parties, and in which any ques- 
tion arises under this act or under the railroad law, or under or 
concerning any order or action of the commission, shall be pre- 
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f erred over all other civil causes except election . causes in ail 
courts of the state of New York and shall be heard and deter- 
mined in preference to all other civil business pending therein 
excepting election causes, irrespective of position on the calendar. 
The same preference shall be granted upon application of counsel 
to the commission in any action or proceeding in which he may be 
allowed to intervene. 

§ 22. Eehearing before commission. — After an order has been 
made by a commission any party interested therein may apply 
for a rehearing in respect to any matter determined therein, and 
the commission may grant and hold such a rehearing if in its judg- 
ment sufBcient reason therefor be made to appear; if a rehear- 
ing shall be granted, the same shall be determined by the com- 
mission within thirty days after the same shall be finally sub- 
mitted. An application for such a rehearing shall not 
excuse any common carrier, railroad corporation or street- 
railroad corporation from complying with or obeying any 
order or any requirement of any order of the commission, 
or operate in any manner' to stay or postpone the enforce- 
ment thereof except as the commission may by order direct. If, after 
auch rehearing and a consideration of the facts, including those 
arising since the making of the order, the commission shall be of 
opinion that the original order or any part thereof is in any 
respect unjust or unwarranted, the commission may abrogate, 
change or modify the same. An order made after any such rehear- 
ing abrogating, changing or modifying the original order shall have 
the same force and effect as an original order but shall not affect 
any right or the enforcement of any right arising from or by 
virtue of the original order. 

§ 23. Service and effect of orders. — Every, order of a commis- 
sion shall be served iipon every person or corporation to be affected 
thereby, either by personal delivery of a certified copy thereof, or 
by mailing a certified copy thereof, in a sealed package with postage 
prepaid, to the person to be affected thereby or, in the case of a^ cor- 
poration, to any officer or agent thereof upon whom a summons 
may be served in accordance with the provisions of the code of 
civil procedure. It shall be the duty of every person and corpo- 
ration to notify the commission forthwith, in writing, of the re- 
ceipt of the certified copy of every order so served, and in 
the case of a corporation such notification must be signed and 
acknowledged by a person or officer duly authorized by the corpo- 
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ration to admit such service. Within a time specified in the order 
of the commission every person and corporation upon whom it 
is served must if so required in the order notify the commission 
in like manner whether the terms of the order are accepted and 
will be obeyed. 

Every order of a commission shall take effect at a time therein 
specified and snail continue in force for a period therein desig- 
nated unless earlier modified or abrogated by the commission or 
unless such order be unauthorized by this or any other act or be in 
violation of a provision of the constitution of the state or of the 
United States. 

ARTICLE II. 

Provisions Relating to Raileoads, Street Railroads an;d 
Common Carriers. 

Section 25. Application of article. 

26. Adequate service; just and reasonable charges. 

27. Switch and side-track connections; powers of commis- 

sions. 

28. Tariff schedules; publication. 

29. Changes in schedule ; notice required. 

30. Concurrence in joint tariffs ; contracts, agreements or 

arrangements between any carriers. 

31. Unjust discrimination. 

32. Unreasonable preference. 

33. Transportation jDrohibited until publication of sched- 

ules ; rates an fixed to be charged ; passes prohibited. 
34-. False billing, etc., by carrier or shipper. 
35. Discrimination prohibited; connecting lines. 
3G. Long and short haul. 

37. Distribution of cars. 

38. Liability for damage to property in transit. 

39. Continuous carriage. 

40. Liability for less or damage by violation of this act. 
§ 25. Application of article. — The provisions of this article 

shall apply to the transportation of passengers, freight or property, 
from one point to another within the state of New York, and to 
any common carrier performing Such service. 

§ 26. Safe and adequate service; just and reasonable charges. — 
Every corporation, person or common carrier performing a serr]''* 
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designated in the preceding section,' shall furnish, with respect 
thereto, such service and facilities as shall be safe and adequate 
and in all respects just and reasonable. All charges made or 
demanded by any such corporation, person or common carrier 
for the transportation of passengers, freight or property or for 
any service rendered or to be rendered in connection there- 
with, as defined in section two of this act, shall be just and reason- 
able and not more than allowed by law or by order of the com- 
mission having jurisdiction and made as authorized by this act. 
Every unjust or unreasonable charge made or demanded for any 
such service or transportation of passengers, freight or property or 
in connection therewith or in excess of that allowed by law or by 
order of the commission is prohibited. 

§ 21. Switch and side track connections; powers of commissions. 
— 1. A railroad corporation, upon the application of any shipper 
tendering trafiic for transportation, shall construct, maintain and 
operate upon reasonable terms a switch connection or connections 
with a lateral line of railroad or private sidetrack owned, operated 
or controlled by such shipper, and shall, upon the application of 
any shipper, provide upon its own property a sidetrack and switch 
connection with its line of railroad, whenever such sidetrack and 
switch connection is reasonably practicable, can be put in with 
safety and the business therefor is sufficient to justify the same." 

2. If any railroad corporation shall fail to install or operate any 
such switch connection with a lateral line of railroad or any such 
side-track and switch connection as aforesaid, after written applica- 
tion therefor has been made to it, any corporation or person inter- 
ested may present the facts to the commission having jurisdiction 
by written petition, and the commission shall investigate the mat- 
ters stated in such petition, and give such hearing thereon as it 
may deem necessary or proper. If the commission be of opinion 
that it is safe and practicable to have a connection, substantially 
as prayed for, established or maintained, and that the business 
to be done thereon justifies the construction and maintenance 
thereof, it shall make an order directing the construction and 
establishment thereof, specifying the reasonable compensation to 
be paid for the construction, establishment and maintenance 
thereof, and may in, like maimer upon the application of the rail- 
road corporation order the discontinuance of such switch con- 
nection. 

§ 28. Tariff schedules; publication. — Every common carrier 
shall file with the commission having jurisdiction and shall print 
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and keep open to public inspection schedules showing the rates, 
fares and charges for the transportation of passengers and prop- 
erty within the state between each point upon its route and all 
other points thereon; and between each point upon its route and 
all points upon every route leased, operated or controlled by it; 
and between each point on its route or upon any route leased, 
operated, or controlled by it and all points upon the route of 
any other common carrier, whenever a through route and joint 
rate shall have been established or ordered between any two such 
points. If no joint rate over a through route has been estab- 
lished, the several carriers in such through route shall file, print 
and keep open to public inspection, as aforesaid, the separately 
established rates, fares and charges applied to the through trans- 
portation. The schedules printed as aforesaid shall plainly state 
the places between which property and passengers will be carried, 
^nd shall also contain the classification of passengers, freight or 
property in force, and shall also state separately all terminal 
charges, storage charges, icing charges, and all other charges which 
the commission may require to be stated, all privileges or facilities 
granted or allowed, and any rules or regulations which may in any 
wise change, affect or determine any part, or the aggregate of, 
such aforesaid rates, fares and charges, or the value of the service 
rendered to the passenger, shipper or consignee. Such schedules 
shall be plainly printed in large type; copies thereof for the use 
of the public shall be kept posted in two public and conspicuous 
places in every depot, station and ofiice of every common carrier 
where passengers or property are received for transportation, in 
such manner as to be readily accessible to and conveniently in- 
spected by the public. The form of every such schedule shall be 
prescribed by the commission and shall conform as nearly as possi- 
ble to the form of schedule required by the interstate commerce 
commission imder the act of congress, entitled: "An act to regu- 
late commerce," approved February fourth, eighteen hundred and 
eighty-seven, as amended by act approved June twenty-ninth, nine- 
teen hundred and six, and other amendments thereto. Where any 
similar schedule is required by law to be- filed with both commis- 
sions they shall agree upon an identical form for such schedule. 
The commission shall have power, from time to time, in its dis- 
cretion, to determine and prescribe by order such changes in the 
form of such schedules as may be found expedient. 
2 
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§ 29. Changes in schedule; notice required. — Unless the com- 
mission otherwise orders no change shall be made in any rate, 
fare or charge, or joint rate, fare or charge, which shall have 
been filed and published by a common carrier in compliance with 
the requirements of this act, except after thirty days' notice to 
the commission and publication for thirty days as required by 
section twenty-eight of this act, which .■^hall plainly state the 
changes proposed to be made in the schedule then in force, and 
the time when the changed rate, fare or charge will go into 
effect; and all proposed changes shall be shown by printing, filing 
and publishing new schedules or shall be plainly indicated upon 
the schedules in force at the time and kept open to public inspec- 
tion. The commission, for good cause shown, may allow changes- 
in rates without requiring the thirty days' notice and publication 
herein provided for, by duly filing and publishing in such man- 
ner as it may direct an order specifying the change so made and 
the time when it shall take effect; all such changes shall bf im- 
mediately indicated upon its schedules by the common carrier. 

§ 30. Concurrence in joint tariffs; contracts, agreements or ar- 
rangements between any -carriers. — 1. The names of the several 
carriers which are parties to any joint tariff shall be specified 
(herein, and each of the parties thereto, other than the one filing 
the same, shall file with the commission such evidence of concur- 
rence therein, or acceptance thereof as may be required or ap- 
proved by the commission; and where such evidence of con- 
currence or acceptance is filed, it shall not be necessary for the 
earriers filing the same also to file copies of the tariffs in which 
they are named as parties. 

2. Every common carrier shall file with the commission sworn 
copies of every contract, agreement or arrangement with any other 
common carrier or common carriers relating in any way to the 
transportation of passengers, property or freight. 

§ 31. Unjust discrimination. — JSTo common carrier shall, 
directly or indirectly, by any special rate, rebate, drawback, or 
other device or method, charge, demand, collect or receive from any 
person or corporation a greater or less compensation for any ser- 
vice rendered or to be rendered in the transportation of passen- 
gers, freight or property, except as authorized in this act, than it 
charges, demands, collects or receives from any other person or 
corporation for doing a like and contemporaneous service in < the 
transportation of a like kind of traffic under the same or sub- 
stantially similar circumstances and conditions. 
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§ 32.- Unreasonable preference.— No common carrier shall 
make or give any undueor unreasonable preference or advantage 
to any person or corporation or to any locality or to any particular 
description of traffic in any respect whatsoever, or subject any par- 
ticular jierson or corporation or locality or any particular descrip- 
tion of traffic, to any prejudice or disadvantage in any respect 
whatsoever. 

§ 33. Transportation prohibited until publication of schedules; 

rates as fixed to be charged; passes prohibited ISTo common 

c-arrier subject to the provisions of this act shall after the first 
day of November, nineteen hundred and seven, engage or par- 
ticipate in the transportation of passengers, freight or prop- 
erty, between points within the state, until its schedules of rates, 
fares and charges shall have been filed and published in accord- 
ance with the provisions of this act. No common carrier shall 
charge, demand, collect or receive a greater or less or diilerent 
compensation for transportation of passengers, freight or prop- 
erty, or for any service in connection therewith, than the rates, 
fares and charges applicable to such transportation as specified 
in its schedules filed and in effect at the time; nor shall any such 
carrier refund or remit in any manner or by any device any por- 
tion of the rates, fares, or charges so specified, nor extend to any 
shipper or person any privileges or facilities in the transportation 
of passengers or property except such as are regularly and uni- 
formly extended to all persons and corporations under like cir- 
cumstances. No common carrier subject to the provisions of this 
act shall, directly or indirectly, issue or give any free ticket, frea 
pass or free transf)ortation for passengers or property between 
points within this state, except to its officers, employees, agents, 
pensioners, surgeons, physicians, attorneys-at-law, and their fam- 
ilies ; to ministers of religion, officers and employees of railroad 
young men's Christian associations, inmates of hospitals, chari- 
table and eleemosynary institutions and persons exclusively en- 
gaged in charitable and eleemosynary work; and to indigent, desti- 
tute and homeless persons and to such persons when transported 
by charitable societies or hospitals, and the necessary agents em- 
ployed iii such transportation; to inmates of the national homes 
or state homes for disabled volunteer soldiers and of soldiers' and 
sailors' homes, including those about to enter and those returning 
home after discharge, and boards of managers of such homes; to 
necessary caretakers of property in transit ; to employees of sleep- 
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ing-car companies, express companies, telegraph and telephone 
companies doing business along the line of the issuing carrier; 
to railway mail service employees, post-office inspectors, customs 
inspectors and immigration inspectors; to newsboys on trains, 
baggage agents, witnesses attending any legal investigation or 
proceeding in which the common carrier is interested, persons in- 
jured in accidents or wrecks and physicians and nurses attend- 
ing such persons; to the carriage free or at reduced rates of per- 
sons or property for the United States, state or municipal govern- 
ments, or of property to or from fairs and expositions for exhibit 
thereat. Nothing in this act shall be construed to prohibit the in- 
terchange of free or reduced transportation between common car- 
riers of or for their officers, agents, efnployees, attorneys and sur- 
geons and their families, nor to prohibit any common carrier from 
carrying passengers or property .free, with the object of providing 
relief in cases of general epidemic, pestilence or other calamitous 
visitation; nor to prohibit any common carrier from transporting 
persons or property as incident to or connected with contracts for 
construction, operation or maintenance, and to the extent only 
that such free transportation is provided for in the contract for 
such work. 

Provided further, that nothing in this act shall prevent the 
issuance of mileage, excursion, or commutation passenger tickets, 
or joint interchangeable mileage tickets, with special privileges 
as to the amount of free baggage that may be carried under mile- 
age tickets of one thousand miles or more. But before any com- 
mon carrier, subject to the provision of this act, shall issue any 
such mileage, excursion, commutation passenger ticket or "joint 
interchangeable mileage ticket, with special privileges as afore- 
said, it shall file with the commission copies of the tariffs of 
rates, fares or charges on which such tickets are to be based, 
together with the specifications of the amount of free baggage 
permitted to be carried under such joint interchangeable mile- 
age ticket, in the same manner as common carriers are required 
to do with regard to other rates by this act. Nor shall aiiything 
in this act prevent the issuance of passenger transportation in 
exchange for advertising space in newspapers at full rates. 

§ 34. False billing, etc., by carrier or shipper. — JSTo common 
carrier or any officer or agent thereof or any person acting 
for or employed by it, shall assist, suffer or permit any 
person or corporation to obtain transportation for any passenger, 
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freight or property between points within this state at less than 
the rates then established and in force in accordance with the 
schedules filed and published in, accordance with the provisions 
of this act, by means of false billing, false classification, false 
weight or weighing, or false report of weight, or by any other 
device or means. No person, corporation or any officer, agent or 
employee of a corporation, who shall deliver freight or prop- 
erty for transportation within the state to a common carrier, shall 
seek to obtain or obtain such transportation for such prop- 
erty at less than the rates then established and in force therefor, 
as aforesaid, by false billing, false or incorrect classification, 
false weight or weighing, false representation of the contents of 
a package, or false report or statement of weight, or by any other 
device or means, whether with or without the consent or conniv- 
ance of the common carrier, or any of its officers, agents or 
employees. 

§ 35. Discrimination prohibited; connecting lines. — Every 
common carreer is required to afford all reasonable, proper and 
equal facilities for the interchange of passenger, freight and prop- 
erty traffic between the lines owned, operated, controlled or 
leased by it and the lines of every other common carrier, and for 
the prompt transfer of passengers and for the prompt receipt and 
forwarding of freight and property to and from its said lines; 
and no common carrier shall in any manner discriminate in re- 
spect to rates, fares or charges or in respect to any service or in 
respect to any charges or facilities for any such transfer in re- 
ceiving or forwarding between any two or more other common 
carriers or between passengers, freight or property destined to 
points upon the lines of any two or more other common carriers 
or in any respect with reference to passengers, freight or property 
transferred or received from any two or more other common 
carriers. This section shall not be construed to require a common 
carrier to permit or allow any other common carrier to use its 
tra-eks or terminal facilities. Every common carrier, as such, i» 
required to receive from every other common carrier, at a 
connecting point, freight cars of proper standard, and haill 
the same through to destination, if the destination be upon 
a line owned, operated or controlled by such common car^ 
rier, or if the destination be upon a line of some other 
common carrier, to haul any car so delivered through to the 
connecting point upon the line owned, operated, controlled or 
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leased by it, by way of route over wbich such car is billed, and 
there to deliver the same to the next connecting carrier. Nothing 
in this section shall be construed as in anywise limiting or modify- 
ing the duty of a common carrier to establish joint rates, fares 
and charges for the transportation of passengers, freight and prop- 
erty over the lines owned, operated, controlled and leased by it 
and the lines of other common carriers, nor as in any manner lim- 
iting or modifying the power of the commission to require the 
establishment of such joint rates, fares and charges. A railroad 
corporation and a street railroad corporation shall not be re- 
quired to interchange cars except on such terms and conditions as 
the commission may direct. 

§ 36. Ebng and short haul. — Is'o common carrier, subject to 
the provisions of this act, shall charge or receive any greater com- 
pensation in the aggregate for the transportation of passengers or of 
a like kind of property, under substantially similar circumstances 
and conditions, for a shorter than for a longer distance over the 
same line in the same direction, the shorter being included within 
the longer distance; but this shall not be construed as authorizing 
any such common carrier to charge and receive as great a compen- 
sation for a shorter as for a longer distance or haul. Upon applica- 
tion of a common carrier the commission may by order authorize 
it to charge less for longer than for shorter distances for the 
transportation of passengers or property in special clases after in- 
vestigation by the commission, but the order must specify and 
prescribe the extent to which the common carrier making such ap- 
plication is relieved from the operation of this section, and only 
to the extent so specified and prescribed shall any common carrier 
be relieved from the operation and requirements of this section. 

§ 37. Distribution of cars. — 1. Every railroad corporation or 
other common carrier engaged in the transportation of freight shall, 
upon reasonable notice, furnish to all persons and corporations 
who may apply therefor, and offer freight for transportation, suf- 
ficient and. suitable cars for the transportation of such freight in 
car-load lots. Every railroad corporation and street railroad cor- 
poration shall have sufficient cars and motive power to meet aU 
requirements for the transportation of passengers and property 
which may reasonably be anticipated, unless relieved therefrom by 
order of the commission. In case, at any particular time, a com- 
mon carrier has not sufficient cars to meet all requirements for the 
transportation of property in car-load lots, all cars available to it 
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for such purposes shall be distributed among the several applicants 
therefor, without discrimination between shippers, localities or 
competitive or non-competitive points, but preference may always 
be given in the supply of cars for shipment of livestock or peri^- 
able property. 

2. The commission shall have power to make, and by order shall 
make, reasonable regulations for the furnishing and distribution 
of freight cars to shippers, for the switching of the same, for the 
loading and unloading thereof, for demurrage charges in respect 
thereto, and for the weighing of .cars and freight offered for ship- 
ment or transported by any common carrier. 

§ 38. Liability for damage to property in transit. — Everv com- 
mon carrier and every railroad corporation and street railroad cor- 
poration shall, upon demand, issue either a receipt or bill of lading 
for all property delivered to it for transportation. ISTo contract, 
stipulation or clause in any receipt or bill of lading shall exempt 
or be. held to exempt any common carrier, railroad corporation or 
street railroad corporation from any liability for loss, damage or 
injury caused by it to freight or property from the time of its de- 
livery for transportation until the same shall have been received at 
its destination and a reasonable time shall have elapsed after notice 
to consignee of such arrival to permit of the removal of such freight 
or property. Every common carrier, railroad corporation and 
street railroad corporation shall be liable for all loss, damage or in- 
jury to property caused by delay in transit due to negligence while 
the same is being carried by it, but in any action to recover for 
damages sustained by delay in- transit the burden of proof shall 
be upon the defendant to show that such delay was uot due to 
negligence. Every common carrier and railroad corporation shall 
be liable for loss, damage and injury to property carried as bag- 
gage up to the full value and regardless of the character thereof, 
but the value in excess of one hundred and fifty dollars shall be 
stated upon delive'ry to the carrier, and a written receipt stating 
the value shall be issued by the carrier, who may mako a reason- 
able charge for the a^isumptiou of such liability in excess of one 
hundred and fifty dollars and for the carriage of baggage exceed- 
ing one hundred and fifty pounds in weight upon a single ticket. 
■Nothing in this section shall deprive any holder of such receipt 
or bill of ladins: of any remedy or right of action which he has 
under existing law. 
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§ 39. Continuous carriage. — No common carrier shall cuter 
into or become a party to any combination, contract, agreement or 
understanding, written or oral, express or implied, to prevent by 
any arrangement or by cbange of arrangement of time schedule, by 
carriage in different cars or by any other means or device whatso- 
ever the carriage of freight and property from being continuous 
from the place of shipment to the place of destination. No break- 
age of bulk, stoppage or interruption of carriage made by any com- 
mon carrier shall prevent the carriage of freight and property from 
being treated as one continuous carriage from the place of shipment 
to the place of destination. Nor shall any such breakage of bulk, 
stoppage or interruption of carriage be made or permitted by any 
common carrier except it be done in good faith for a necessary pur- 
pose without intention to avoid or unnecessarily interrupt or delay 
the continuous carriage of such freight or property or to evade any 
of the provisions of law, of this act or of an order of the 
commission. 

§ 40. Liability for loss or damage caused by violation of this 
act. — In case a common carrier shall do, cause to be done or per- 
mit to be done any act, matter or thing prohibited, forbidden or 
declared to be unlawful, or shall omit to do any act, matter or 
thing required to be done, either by any law of the state of New 
York,> by this act or by an order of the commission, such common 
carrier shall be liable to the persons or corporations affected 
thereby for all loss, damage or injury caused thereby or resulting 
therefrom, and in case of recovery, if the court shall find that such 
act or omission was wilful, it may in its discretion fix a reasonable 
counsel or attorney's fee, which fee shall be taxed and collected 
as part of the costs in the case. An action to recover for such 
loss, damage or injury may be brought in any court of competent 
jurisdiction by any such person or corporation. 

AETICLE III. 

Peovisions Relating to the Powers of the Commissions 

IN Respect to Common CaeSiees, Raileoads and 

Steeet Raileoads. 

Section 45. General powers and duties of commissions in respect 
to common carriers, railroads and street railroads. 
46. Reports of common carriers, railroad corporations 
and street railroad corporations. 
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Section 47. Investigation "A accidents. 

48. Investigations by commission. 

49. Eates and service to be fixed by the commissions. 

50. Power of commissions to /^rder repairs or changes. 

51. Power of commissioD.i to order changes in time 

schedules ; running of additic/j':il cars and trains. 

52. Uniform system of accoiin'^cj access to accounts, et 

cetera; forfeitures. 

53. Franchises and privileges. 

54. Transfer of franchises or stocks. 

55. Approval of issues of stock, bonds and other fomw 

of indebtedness. 

56. Forfeiture; penalties. 

57. Summary proceedings.. 

58. Penalties for other than common carriers. 
59. Action to recover penalties or forfeitures. 

60. Duties of commissions as to interstate traffic. 
§ 45. General powers and duties of commissions in respect to 
common carriers, railroads and street railroads l. Each com- 
mission and each commissioner shall have power and authority to 
administer oaths, in all parts of the state, to witnesses sum- 
moned to testify in any inquiry, investigation, hearing or pro- 
ceeding; and also to administer oaths in all parts of the state 
whenever ,the exercise of such power is incidentally necessary 
or proper to enable the commission or a commissioner to perform 
a duty or to exercise a power. 

2. Each commission shall have the general supervision of all 
common carriers, railroads, street railroads, railroad corpora- 
tions and street railroad corporations within its jurisdiction as 
hereinbefore defined, and shall have power to and shall examine 
the same and keep informed as to their general condition, their 
capitalization, their franchises and the manner in which their 
lines, owned, leased, controlled or operated, are managed, con- 
ducted and operated, not only with respect to the adequacy, 
security and accommodation afforded by their service, but also 
with respect to their compliance with all provisions of law, orders 
of the commission and charter requirements. 

3. Each commission and each commissioner shall have power to 
examine all books, contracts, records, documents and papers of any 
person or corporation subject to its supervision, and by subpoena 
duces tecum to compel production thereqf. In lieu of requiring 
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production of originals by subpoena duces tecum, the commission 
or any commissioner may require sworn copies of any such books, 
records, contracts, documents and papers or parts thereof 'o be 
filed with it. 

4. liither commission shall conduct a hearing and take testi- 
mony as to the advisability of any proposed change of law re- 
lating to any common carrier, railroad corporation or street rail- 
road corporation, if requested to do so by the legislature, by the 
senate or assembly committee on railroads, or by the governor, 
and may conduct such a hearing, when requested to do so by any 
person or corporation, and shall report its conclusions to the of- 
ficer, body, person or corporation at whose request the hearing wa« 
held. The commission may also recommend the enactment of 
such legislation, with respect to any matter within its jurisdic- 
tion, as it deems wise or necessary in the public interest, and 
may draft or cause to be drafted such bills or acts as it may deem 
necessary or proper to enact into law the legislation recommended 
by it. 

§ 46. Reports of common carriers, railroad corporations and 
street railroad corporations. — Each commission shall prescribe the 
form of the annual reports required under this act to be made by 
common carriers, railroad and street railroad corporations, and 
may from time to time make such changes therein and ad- 
ditions thereto as it may deem proper; provided, however, 
that if any such changes or additions require any alteration in 
the method or form of keeping the accounts of such corporations, 
the commission shall give to them at least six months' notice before 
the expiration of any fiscal year of any such changes or addi- 
tions, and on or before June thirtieth, in each year, shall fur- 
nish a blank form for such report. The contents of such report 
and the form thereof shall conform as near as may be to that 
required of common carriers under the provisions of the act of 
congress, entitled "An act to regulate commerce," approved Feb- 
ruary fourth, eighteen hundred and eighty-seven, and the act 
amendatory thereof approved June twenty-ninth, nineteen hun- 
dred and six, and other amendments thereto. The. commission 
may require such report to contain information in relation to 
rates or regulations concerning fares or freights, agreements or 
contracts affecting the same, so far as such rates or regulations 
pertain to transportation within the state. When the report 
of any such corporation is defective, or believed to be erroneous, 



27 

the commission shall notify the corporation to amend the aame 
within thirty days. The originals of the reports, subscribed 
and sworn to as prescribed by law, shall be preserved in the 
oiSce of the commission. The commission may also require 
such corporations to file monthly reports of earnings and ex- 
penses within a specified time. The commission may require 
of all such corporations specific answers to questions upon which 
the commission may need information. The annual report re- 
quired to be filed by a common carrier, railroad or street rail- 
road corporation shall be so filed on or before the thirtieth day 
of September in each year. The commission may extend the 
time for making and filing such report for a period not exceed- 
ing sixty days. If such corporation shall fail to make and file 
the annual report within the time' above specified or within the 
time as extended by the commission, or shall fail to make specific 
answer to any question, or shall fail to make the monthly reports 
when required by the commission as herein provided, within thirty 
days from the time when it is required to make and file any such 
report or answer, such corporation shall forfeit to the 
state the sum of one hundred dollars for each and every day 
it shall continue to be in default with respect to such report 
or answer. Such forfeiture shall be recovered in an action 
brought by the commission in the name of the people 
of the state of New York. The amount recovered in any 
such action shall be paid into the state treasury and credited to 
-the general fund. Any railroad corporation operating a line 
partly within the second district and partly within the first district 
shall report to the commission of the second district; but the 
commission of the first district may, upon reasonable notice, re- 
quire a special report from such railroad corporation. Any street 
railroad corporation operating a line partly within the first district 
and partly within the second district shall report to the commission 
of the first district; but the commission of the second district 
may, upon reasonable notice, require a special report from such 
street railroad corporation. 

§ 47. Investigation of accidents. — Each commission shall in- 
vestigate the cause of all accidents on any railroad or street rail- 
road within its district which result in loss of life or injury 
to persons or property, and which in its judgment shall re- 
quire investigation. Every common carrier, railroad corporation 
and street railroad corporation is hereby required to give im- 
mediate notice to the commission of every accident happening upon 
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any line of railroad or street railroad owned, operated, controlled 
or leased by it, -within the territory over which such commission 
has jurisdiction in such manner as the commission may direct. 
Such notice shall not be admitted as evidence or used for any 
purpose against such common carrier, railroad corporation or 
street railroad corporation giving such notice in any suit or action 
for damages growing out of any matter mentioned in said notice. 

§ 48. Investigations by -commission — 1. Each commission 
may, of its own motion, investigate or make inquiry, in a manner 
to be determined by it, as to any act or thing done or omitted to 
be done by any common carrier, railrpad corporation or street 
railroad corporation, subject to its supervision, and the commis- 
sion must make such inquiry in regard to any act or thing done 
or omitted to be done by any such common carrier, railroad cor- 
poration or street railroad corporation in violation of any pro- 
vision of law or in violation of any order of the commission. 

2. Complaints may be made to the proper commission by any 
person or corporation aggrieved, by petition or complaint in writ- 
ing setting forth any thing or act done or omitted to be done by any 
common carrier, railroad corporation or street railroad corporation 
in violation, or claimed to be in violation, of any provision of 
law or of the terms and conditions of its franchise or charter or of 
any order of the commission. Upon the presentation of such a 
complaint the commission shall cause a copy thereof to be for- 
warded to the person or corporation complained of, accompanied 
by an order, directed to such person or corporation, requiring that 
the matters complained of be satisfied, or that the charges be 
answered in writing within a time to be specified by the com- 
mission. If the person or corporation complained of shall make 
reparation for any injury alleged and' shall cease to commit, or to 
permit, the violation of law, franchise or order charged in the 
complaint, and shall notify the commission of that fact before 
the time allowed for answer, the commission need take no further 
action' upon the charges. If, however, the charges contained in 
such petition be not thus satisfied, and it shall appear to the com- 
mission that there are reasonable grounds therefor, it shall in- 
vestigate such charges in such manner and by such means as it 
shall deem proper, and take such action within its powers as the 
facts justify. 

3. Whenever either commission shall investigate any matter 
complained of by any person or corporation aggrieved by any act 
or omission of a common carrier, railroad corporation or street 
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railroad corporation under this section it shall be its duty to make 
and file an order either dismissing the petition or complaint or 
directing the common carrier, railroad corporation or street rail- 
road corporation complained of to satisfy the cause of complaint 
in whole or to the extent which the commission may specify and 
require. 

§ 49. Rates and service, to be fixed by the commission. — . 
Whenever either commission shall be of opinion, after a 
hearing, upon a complaint made as provided in this act, that 
the rates, fares or charges demanded, exacted, charged or col- 
lected by any common carrier, railroad corporation or street rail- 
road corporation subject to its jurisdiction for the transportation 
of persons, freight or property within the state, or that the regula- 
tions or practices of such common carrier, railroad corporation or 
street railroad corporation affecting such rates are unjust, un- 
reasonable, unjustly discriminatory or unduly preferential, or in 
anywise in violation of any provision of law, the com- 
mission shall determine the just and reasonable rates, fares and 
charges to be thereafter observed and in force as the maximum to 
he charged for the service to be performed, and shall fix the same 
by order- to be served upon all common carriers, railroad corpo- 
rations or street railroad corporations by whom such rates, fares 
and charges are thereafter to be observed. And whenever the com- 
mission shall be of opinion, after a hearing, had upon its own 
motion or upon complaint, that the regulations, practices, equip- 
ment, appliances, or service of any such common carrier, rail- 
road corporation or street railroad corporation in respect 
to transportation of persons, freight or property within 
the state are unjust, unreasonable, unsafe, improper or 
inadequate, the commission .shall determine the just, reasonable, 
safe, adequate and proper regulations, practices, equipment, ap- 
pliances and service thereafter to be in force, to be observed and 
to be used in such transportation of persons, freight and property 
and so fix and prescribe the same by order to be served upon 
every common carrier, railroad corporation and street railroad 
corporation to be bound thereby; and thereafter it shall be the 
duty of every common carrier, railroad corporation and street 
railroad corporation to observe and obey each and every require- 
ment of every such order so served upon it, and to do everything 
necessary or proper in order to secure absolute compliance with 
and observance of every such order by all its officers, agents and 
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employees. The eommission shall have power by order to require 
any two or more common carriers or railroad corporations whose 
lines, owned, operated, controlled or leased, form a continuous 
line of transportation or could be made to do so by the construc- 
tion and maintenance of switch connection, to establish 
through routes and joint rates, fares and charges for the 
transportation of passengers, freight and property within the 
state as the commission may, by its order, designate; and 
in case such through routes and joint rates be not estab- 
lished by the common carriers or railroad corporations named 
in any such order within the time therein specified, the com- 
mission shall establish just and reasonable rates, fares and 
charges to be charged for such through transportation, and declare 
the portion thereof to which each common carrier or -railroad 
corporation affected thereby shall be entitled and the manner 
in which the same shall be paid and secured. 

§ 50. Power of commissions to order repairs or changes. — If, 
in the judgment of the commission having jurisdiction, repairs or 
improvements to or changes in any tracks, switches, terminals or 
terminal facilities, motive power, or any other property or device 
used by any common carrier, railroad corporation or street railroad 
corporation in or in connection with the transportation of passen- 
gers, freight or property ought reasonably to be made, or that any 
additions should reasonably be made thereto, in order to pro- 
mote the security or convenience of the public or employees, or 
in order to secure adequate service or facilities for the trans- 
portation of passenners, freight or property, the commission 
shall, after a hearing either on its own motion or after 
complaint, make and serve an order directing such repairs, im- 
provements, changes or additions to be made within a reasonable 
time and in a manner to be specified therein, and every common 
carrier, railroad corporation and street railroad corporation 
is hereby required and directed to make all repairs, improve- 
ments, changes and additions required of it by any order of the 
commission served upon it. 

§ 51. Power of commissions to order changes in time schedules; 
running of additional cars and trains.^ If, in -the jud<^raent of 
the commission having jurisdiction, any railroad corporation or 
street railroad corporation does not ran trains enough or cars 
enough or possess or operate motive power enough, reasonably 
to accommodate the traffic, passenger and freight, transported 
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by or offered for traaisportation to it, or does not run its trains or 
cars "with sufficient frequency or at a reasonable or proper time 
having regard to safety, or does not run any train or trains, car or 
cars, upon a reasonable time schedule for the run, the commis- 
sion- shall, after a hearing either on its own motion or after 
complaint, have power to make an order directing any such 
railroad corporation or street railroad corporation to increase the 
number of its trains or of its cars or its motive power or to change 
the time for starting its trains or cars or to change the time 
schedule for the run of any train or car or make any other suit- 
able order that the commission may determine reasonably neces- 
sary to accommodate and transport the traffic, passenger or freight, 
transported or offered for transportation. 

§ 52. Uniform system of accounts; access to accounts, etc.; 
forfeitures. — Each commission may, whenever it deems advisable, 
establish a uniform system of accounts to be used by railroad 
and street railroad corporations or other common carriers 
.which are subject to its supervision, and may prescribe 
the manner in vyhich such accounts shall be kept. It 
may also in its discretion prescribe the forms of ac- 
counts, records and memoranda to be kept by such corpora- 
tions, including the' accounts, records and memoranda of the 
movement of traffic as well as the receipts and expenditures of 
moneys. The system of accounts established by the conmiissiou 
and the forms of accounts, records and memoranda prescriho<] 
by it as provided above shall confonn as near as may be to tliose 
from time to time established and prescribed by the interstate 
commerce commission under the provisions of the act of congress 
entitled "An act to regulate commerce" approved February 
fourth, eighteen hundred and eighty-seven, as amended by the 
act approved June twenty-ninth, nineteen hundred and six, and 
amendments thereto. The commission shall at all times liiiv>^ 
access to all accounts, records and memoranda kept by railroad 
and street railroad corporations and may prescribe the accounts 
in which particular outlays and receipts shall be entered, and may 
designate any of its officers or employees who shall thereupon have 
authority under the order of the commission to inspect and ex- 
amine any and all accounts, records and memoranda kept by such 
corporations. Where the commission has prescribed the forms of 
accounts, records and memoranda to be kept by such corporations 
it shall be unlawful for them to keep any other accounts, records or 
memoranda than those so prescribed, or those prescribed by or 
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under authority of the United States. Any employee or agent 
of the commission who divulges any fact or information which 
may come to his knowledge during the course of any such inspec- 
tion or examination except in so far as he may be directed hy the 
commission, or by a court or judge thereof, or authorized by law, 
.shall be guilty of a misdemeanor. 

§ 53. Franchises and privileges. — Without first having obtained 
the permission and approval of the proper commission no railroad 
corporation, street railroad corporation or common carrier shall 
begin the construction of a railroad or street railroad, or any exten- 
sion thereof, for which prior to the time when this act becomes a 
law a certificate of public convenience and necessity shall not have 
been granted by the board of railroad commissioners or where prior 
to said time said corporation or common carrier shall not have 
become entitled by virtue of its compliance with the provisions of 
the railroad law to begin such construction; nor, except as above 
provided in this section, shall any such corporation or common 
carrier exercise any franchise or right under any provision of 
the railroad law, or of any other law, not heretofore lawfully 
exercised, without first having obtained the permission and ap- 
proval of the proper commission. The commission within whose 
district such construction is to be made, or within whose district 
such franchise or right is to be exercised, shall have power to 
grant the permission and approval herein specified whenever it 
shall after due hearing determine that such construction or such 
exercise of the franchise or privilege is necessary or convenient 
for the public service. And if such construction is to be made, 
or such franchise to be exercised in both districts, the approval of 
both commissions shall be secured. 

§ 54. Transfer of franchises or stocks No franchise nor any 

right to or under any franchise, to own or operate a railroad or 
street railroad shall be assigned, transferred or leased, nor shall 
any contract or agreement with reference to or affecting any such 
franchise or right be valid or of any force or effect whatsoever, 
unless the assignment, transfer, lease, contract or agreement shall 
have been approved by the proper commission. The permission 
and approval of the commission, to the exercise of a franchise 
under section fifty-three, or to the assignment, transfer or leaae 
of a franchise under this section shall not be construed to revive 
or validate any lapsed or invalid franchise, or to enlarge or add 
to the powers and privileges contained in the grant of any 
franchise, or to waive any forfeiture. 
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No railroad corporation, or street railroad corporation, domes- 
tic or foreig-n, sliall hereafter purchase or acquire, take or hold, 
any part of the capital stocli of any railroad corporation or street 
railroad corporation or other common carrier organized or existing 
under or by virtue of the laws of this state, unless authorized so to 
do by the commission empowered by this act to give such consent ; 
and save where stock shall be transferred or held for the purpose of 
collateral security only with the consent of the commission empow- 
ered by this act to give such consent, no stock corporation of any 
description, domestic or foreign, other than a railroad corporation 
or street railroad corporation, shall purchase or acquire, take or 
hold, more than ten per centum of the total capital stock issued by 
any railroad corporation or street railroad corporation or other 
common carrier organized or existing under or by virtue of the 
laws of this state. Nothing herein contained shall be construed 
to prevent the holding of stock heretofore lawiuUy acquired. • 
Every contract, assignment, transfer or agreement for transfer of 
any stock by or through any person or corporation to any corpora- 
tion, in violation of any provision of this act, shall be void and of 
no effect, and no such transfer or assignment shall be made upon 
the books of any such railroad corporation or street railroad cor- 
poration, or shall he recognized as effective for any purpose. The 
power conferred by this section to approve or disapprove a transac- 
tion relating to franchises, rights or stock of any railroad corpora- 
tion or street railroad corporation, or other common carrier, shall 
be exercised by the commission which is authorized by this act to 
approve the issue of stock by such railroad corporation or street 
railroad corporation. 

§ 55. Approval of issues of stock, bonds and other forms of 
indebtedness. — A common carrier, railroad corporation or street 
railroad corporation organized or existing, or hereafter incorpo- 
rated, under or by virtue of the laws of the state of New York, 
may issue stocks, bonds, notes or other evidence of indehtednesa 
payable at periods of more than twelve months after the date 
thereof, when necessary for the acquisition of property, the con- 
struction, completion, extension or improvement of its facilities, 
or for the improvement or maintenance of its service or for the 
discharge or lawful refunding of its obligations, provided and 
not otherwise that there shall have been secured from the proper 
commission an order authorizing such issue, and the amount 
thereof and stating that, in the opinion of the commission, the use 
3 
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of the capital to be secured by the issue of such stock, bonds, notes 
or 'other evidence of indebtedness is reasonably required for the 
said purposes of the corporation, but this provision stall not apply 
to any lavpful issue of stock, to the lawful execution and delivery 
of any mortgage or to the lawful issue of bonds thereunder, which 
shall have been duly approved by the board of railroad commis- 
sioners before the time when thia act becomes a law. For the 
purpose of enabling it to determine whether it should is- 
sue such an order, the commission shall make such inquiry 
or investigation, hold such hearings and examine such wit- 
nesses, books, papers, documents or contracts as it may deem 
of importance in enabling it to reach a determination. Such 
common carrier, railroad corporation or street railroad cor- 
poration may issue notes, for proper corporate purposes and not 
in violation of any provision of this or any other act, payable at 
periods of not more than twelve months without such consent, but 
no such notes shall, in whole or in part, directly or indirectly be 
refunded by any issue of stock or bonds or by any evidence of 
indebtedness running for more than twelve months without the 
consent of the proper commission. Provided, however, that the 
commission shall have no power to authorize the capitalization 
of any franchise to be a corporation or to authorize the 
capitalization of any franchise or the right to own, operate 
or enjoy any franchise whatsoever in excess of the amount (ex- 
clusive of any tax or annual charge) actually paid to the state 
or to a political subdivision thereof as the consideration for the 
grant of such franchise or right ; nor shall the capital stock of a 
corporation formed by the merger or consolidation of two or more 
other corporations, exceed the sum of the capital stock of the cor- 
porations so consolidated, at the par value thereof, or such sum 
and any additional sum actually paid in cash ; nor shall any con- 
tract for consolidation or lease be capitalized in the stock of any 
corporation whatever ; nor shall any corporation hereafter issue any 
bonds against or as a lien upon any contract for consolidation or 
merger. Whenever it shall happen that any railroad corporation 
shall own or operate its lines in both districts it shall, under this 
section, apply to the commission of the second district. Wlenever 
it shall happen that any street railroad corporation shall own or 
operate its lines in both districts, it shall, under this section, apply 
to the commission of the first district. Any other common carrier 
not operating exclusively in the first district shall apply to the 
commission of the second district. 
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§ 56. Torfeittire; penalties. — 1. Every cominon carrier, rail- 
road corporation and street railroad corporation and all officers, 
and agents of any conunon carrier, railroad corporation oi" 
street railroad corporation shall obey, observe and comply with 
every order made by the commission, under authority of this 
act, so long as the same shall be and remain in force. Any com- 
mon carrier, railroad corporation or street railroad corporation 
which shall violate any provision of this act, or which fails, omita 
or neglects to obey, observe or comply with any order or any direc- 
tion or requirement of the commission, shall forfeit to the people 
of the state of New York not to exceed the sum of five thousand 
dollars for each and every offense; every violation of any such 
order or direction or requirement, or of this act, shall be a separate 
and distinct offense, and, in case of a continuing violation, every 
day's continuance thereof shall be and be deemed to be a separate 
and distinct offense. 

2. Every officer and agent of any such common carrier 
or corporation who shall violate, or who procures, aids or abets 
any violation by any such common carrier or corporation of, any 
provision of this act, or who shall fail to obey, observe and comply 
with any order of the commission or any provision of an order of 
the commission, or who procures, aids or abets any such common 
carrier or corporation in its failure to obey, observe and comply 
with any such order or provision, shall be guilty of a misdemeanor. 

§ 5Y. Summary proceedings. — Whenever either commission 
shall be of opinion that a common carrier, railroad corporation 
or street railroad corporation subject to its supervision is failing 
or omitting or about to fail or omit to do anything re- 
quired of it by law or by order of the commission, or 
is doing anything or about to do anything or permit- 
ting anything or about to permit anything to be done, con- 
trary to or in violation of law or of any order of the commission, 
it shall direct counsel to the commission to commence an action 
or proceeding in the supreme court of the state of New York in 
the name of the commission for the purpose of having such 
violations or threatened violations stopped and prevented either 
by mandamus or injunction. Counsel to the commission shall 
thereupon begin such action or proceeding by a petition to the 
supreme court allearing the violation complained of and praying 
for appropriate relief bv way of mandamus or injunction. It 
shall thereupon be the duty of the court to specify the time. 
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not exceeding twenty days after service of a copy of the pe- 
tition, within which the common carrier, railroad corporation 
or street railroad corporation complained of must answer the peti- 
tion. In case of default in answer or after answer, the court shall 
immediately inquire into the facts and circumstances in such 
manner as the court shall direct without _ other or formal 
pleadings, and without respect to any technical requirement. 
Such other persons or corporations as the court shall deem 
necessary or proper to join as parties in order to make its order, 
judgment or writs effective, may be joined as parties upon appli- 
cation of counsel to the commission. The final judgment in any 
such action or proceeding shall either dismiss the action or pro- 
ceeding or direct that a writ of mandamus or an injunction or 
both issue as prayed for in the petition or in such modified or 
other form as the' court may determine will afford appropriate 
relief. 

§ 58. Penalties for other than common carriers. — 1. Any 
corporation, other than a common carrier, railroad corporation 
or street railroad corporation, which shall violate any provision of 
this act, or shall fail to obey, observe and comply with every order 
made by the commission under authority of this act, so long as 
the same shall be and remain in force, shall forfeit to the people 
of the state of New York a sum not exceeding one thousand 
dollars for edch and every offense; every such violation shall be _ 
a separate and distinct offense, and the penalty or forfeiture 
thereof shall be recovered in an action as provided in section 
fifty-nine of this act. 

2. Every person who, either individually or acting as an 
officer or agent of a corporation other than a common car- 
rier, railroad corporation or street railroad corporation, shall 
violate any provision of this act or fail to obey, observe or com- 
ply with any order made by the commission under this act, so 
long as the same shall be or remain in force, or who shall procure, 
aid or abet any such corporation in its violation of this act or in 
its failure to obey, observe or comply with any such order, shall 
be guilty of a misdemeanor. 

3. In construing and enforcing the provisions of, this act 
relating to forfeitures and penalties the act of any director, 
officer or other person acting for or employed by any com- 
mon carrier, railroad corporation, street railroad corporation 
or corporation, acting within the scope of his official duties 
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or employment, shall be in every ease and be deemed to be the act 
of such common carrier, railroad corporation, street railroad cor- 
poration or corporation. 

§ 59. Action to recover penalties or forfeitures - An action to 

recover a penalty or a forfeiture under this act may be brought 
in any court of competent jurisdiction in this state in the name 
of the people of the state of New York, and shall be commenced 
and prosecuted to final judgment by counsel to the commission. 
In any such action all penalties and forfeitures incurred up to 
the time of commencing the same may be sued for and recovered 
therein, and the commencement of an action to recover a penalty 
or forfeiture shall not be, or be held to be, a'waiver of the right to 
recover any other penalty or forfeiture; if the defendant in such 
action shall prov& that during any portion of the time for which 
it is sought to recover penalties or forfeitures for a violation of 
an order of the commission the defendant was actually and in 
good faith prosecuting a suit, action or proceeding in the courts 
to set aside such order, the court shall remit the penalties or for- 
feitures incurred during the pendency of such suit, action or 
proceeding. All moneys recovered in any such action, together 
with the costs thereof, shall be paid into the state treasury to the 
credit of the general fund. 

§ 60. Duties of commissions as to interstate traffic Either 

commission may investigate freight rates on interstate traffic on 
railroads within the state, and when such rates are, in the opinion 
of either commission, excessive or discriminatory or are levied or 
laid in violation of the interstate commerce law, or in conflict with 
the rulings, orders or regulations of the interstate commerce com- 
mission, the commission may apply by petition to the interstate 
commerce commission for relief or may present to the interstate 
commerce commission all facts coming to its knowledge, as to vio- 
lations of the rulings, orders, or regulations of that commission 
or as to violations of the interstate commerce law. 

ARTICLE IV. 
Peovisions Relating to Gas and Electeical Coepokations ; 

RjIGULATION OF PeICE OF GaS AND EleOTEICITY. 

Section 65. Application of article. 

66. General powers of commissions in respect to gas and 

electricity. 

67. Inspection of gaa and electric meters. 
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Section 6S. Approval of incorporation and franchises ; certificate. 

69. Approval of issue of stock, bonds and other forms of 

indebtedness. 

70. Approval of transfer of franchise. 

^ 71. Complaints as to quality and price of gas and elec- 

tricity j investigation by commission; forms of com- 
plaints. 

72. Notice and hearing; order fixing price of gas or elec- 

tricity, or requiring improvements. 

73. Forfeiture for noncompliance with order. 

74. Summary proceedings. 

75. Defence in case of excessive charge for gas or 

electricity. 

76. Jurisdiction. 

77. Powers of local officers. 

§ 65. Application of article. — This article shall apply to the 
manufacture and furnishing of gas for light, heat or power and 
the furnishing of natural gas for light, heat or power, and the 
generation, furnishing and transmission of electricity for light, 
heat or power. 

§ 66. General powers of commissions in respect to gas and 
electricity.— Each commission shall within its jurisdiction : 

1. Have the general supervision of all persons and cor- 
porations having authority under any general or special law 
or under any charter or franchise to lay down, erect or 
maintain wires, pipes, conduits, ducts or other fixtures in, 
over or under the streets, highways and public places of 
any municipality, for the purpose of furnishing or distributing 
gas or of furnishing or transmitting electricity for light, heat or 
power, or maintaining underground conduits or ducts for electrical 
conductors. 

2. Investigate and ascertain, from time to time, the quality of 
gas supplied by persons, corporations and municipalities ; examine 
the methods employed by such persons, corporations and mu- 
nicipalities in manufacturing and supplying gas or electricity 
for light, heat or power and in transmitting the same, and 
have power to order such improvements as will best promote 
the public interest, preserve the public health and protect those 
using such gas or electricity and those employed in the manufac- 
ture and distribution thereof, or in the maintenance and operation 
of the works, wires, poles, lines, conduits, ducts and systems main- 
tained in connection therewith. 
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3. Have power to fix the standard of illuminating power and 
purity of gas, not less than that prescribed by law, to be manu- 
factured or sold by persons, corporations or municipalities for 
lighting, heating or power purposes, and to prescribe jnethods of 
regulation of the electric supply system as to the use for 
incandescent lighting and fix the initial efficiency of incandescent 
lamps furnished by the persons, corporations or municipali- 
ties generating and selling electric current for lighting, and by 
order' to require the gas so manufactured or sold to equal the 
standard so fixed by it, and to establish the regulations as to pres- 
sure at which gas shall be delivered. For the purpose of 
determining whether the gas sold by such persons, corpora- 
tions or municipalities for lighting, heating or power purposes 
conforms to the standard of illuminating power and purity and, 
of its own motion, examine and investigate the methods employed 
in manufacturing, delivering and supplying the gas so sold, and 
shall have access through its members or persons employed and 
authorized by it to make such examinations and investigations to 
all parts of the manufacturing plants owned, used or operated for 
the manufacture or distribution of gas by any such person, cor- 
poration or municipality. Any employee or agent of the commis- 
sion who divulges any fact or information which may come to his 
knowledge during the course ^i any such inspection r,r examina- 
tion, except in so far as he may be directed by the commission, 
or by a court or judge thereof, or authorized by law, shall be 
guilty of a misdemeanor. 

4. Have power, in its discretion, to prescribe uniform methods 
of keeping accounts, records and books, to be observed by the per- 
sons, corporations and municipalities engaged in the manufacture, 
sale and distribution of gas and electricity for light, heat or power. 

5. Examine all persons, corporations and municipalities under 
its supervision, keep informed as to the methods employed by them 
in the transaction of their business and see that their property is 
maintained and operated for the security and accommodation of 
the public and in compliance with the provisions of law and of 
their franchises and charters. 

6. Kequire every person and corporation under its supervision 
to submit to it an annual report, verified by the oath of the presi- 
dent, treasurer, or general manager thereof, showing in detail 
ft) the amount of its authorized capital stock and the amount 
thereof issued and outstanding; (2) the amount of its authorized 
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bonded indebtedness and the amount of its bonds and other forms 
of evidence of indebtedness issued and outstanding; (3) its re- 
ceipts and expenditures during the preceding year ; (4) the amount 
paid as dividends upon its stock and as interest upon its, bonds; 
(5) the name of, and the amount paid as salary to each officer and 
the amount paid as wages to its employees; (6) the location of its 
plant or plants and system, with a full description of its property 
and franchises, stating in detail how each franchise stated to be 
o^vned was acquired, and (7) such other facts pertaining to the 
operation and maintenance of the plant and system, and the affairs 
of such person or corporation as may be required by the commis- 
sion. Such reports shall be in the form, cover the period and be 
submitted at the time prescribed by the commission. The com- 
mission may, from time to time, make changes and additions in 
such forms, giving to the persons, corporations and municipalities 
six months' notice before the time fixed by the commission as the 
expiration of the fiscal year of any changes or additions which 
would require any alteration in the method or form of keeping 
their accounts for the ensuing year. When any such report is de- 
fective or believed to be erroneous, the commission shall 
notify the person, corporation or municipality making 
such report to amend the same within thirty days. Any 
such person or corporation or municipality which sh^U 
neglect to make any such report within the time speci- 
fied by the commission, or which shall fail to correct any such 
report within thirty days after notice, shall be liable to a penalty 
of one hundred dollars and an additional penalty of one hundred 
dollars for each day after the prescribed time for which it shall 
neglect to file or correct the same, to be sued for in the name of the 
people of the state of ~New York. The, amount recoveied in any 
such action shall be paid into the state treasury and be credited 
to the general fund. The commission may extend the time herein 
limited for cause shown. 

7. Eequire each municipality engaged in operating any works 
or systems for the manufacture and supplying of gas 
or electricity to make an annual report to the com- 
mission, verified by the Oath of the general manager or 
superintendent thereof, showing in detail, (1") the amount of its 
authorized bonded indebtedness and the amount of its bonds and 
other forms of evidence of iudebtedneps issued and outstanding 
for lighting purposes, (2) its rectipts and oxpenditures during 
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ihe preceding year, (3) the amount paid as interest upon its bonds 
and upon other forms of evidence of indebtedness, (4) the name 
of and the amount paid to each person receiving a yearly or 
monthly salary, and the amount paid as wages to employees, (5) 
the location of its plant and system with a full description of 
the property, and (6) such other facts pertaining to the opera- 
tion and maintenance of the plant and system, as may be required 
by the commission. Such report shall be in the form, cover the 
period and be submitted at the time prescribed by the commission. 

8. Have po\ter, either through its members or inspectors or 
employees duly authorized by it, to enter in, or upon and to in- 
spect the property, buildings, plants, factories, power houses and 
offices of any of such corporations, persons or municipalities. 

9. Have power to examine the books and affairs of any such cor- 
poration, persons or municipalities, and to compel the production 
before it of books and papers pertaining to the affairs being in- 
vestigated by it. 

10. Have power, either as a commission or through its mem- 
bers, to subpoena witnesses, take testimony and administer oaths 
to witnesses in any proceeding or examination instituted before it, 
or conducted by it in reference to any matter within its jurisdiction 
under this article. 

§ 67. Inspection of gas and electric meters. — l. Each com- 
mission shall appoint inspectors of gas and electric meters whose 
duty it shall be when required, to inspect, examine, prove and 
ascertain the accuracy of any and all gas meters used or in- 
tended to be used for measuring or ascertaining the quantity of 
illuminating or fuel gas or natural gas furnished by any gas 
corporation to or for the use of any person and any- and all elec- 
tric meters used or intended to be used for measuring and ascer-' 
taining the quantity of electric current furnished for light, heat 
and power by any electrical corporation to or for the use of any 
person or persons and when found to be or made to be correct, 
the insjXiCtor shall stamp or mark all such meters and each of 
them wilh some suitable device, which device shall be recorded 
in the office of the secretary of state. 

2. No corporation or person shall furnish or put in use any 
gas meter which shall not have been inspected, proved and 
sealed, or any electric meter which shall not have been inspected, 
approved, stamped or marked by an inspector of the commission. 
Every gas and electrical corporation shall provide or keep in and 
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upon its premises a suitable ^nd proper apparatus, to be approved 
and stamped or marked by ihe comuussinu, for teatiug and proving 
the accuracy of gas and electric meters furnished for use by it, 
and by which apparatus every meter may and shall be tested, on 
rhe written request of the consumer to whom the same shall be 
furnished, and in his presence if he desires it. 

If any consumer to whom a meter has been furnished, shall 
request the commission in_writing to inspect such meter, the com- 
mission shall have the same inspected and tested; if the same 
on being so tested shall be found to be, four per cent, if an elec- 
tric meter, or two per cent, if a gas meter, defective or incorrect to 
the prejudice of the consumer, the inspector shall order the gas or 
electrical corporation forthwith to remove the same and to place in- 
stead thereof a correct meter, and the expense of such inspection 
and test shall be borne by the corporation ; if the same on being so 
■tested shall be found to be correct the expense of such inspection 
and test shall be borne by the consumer. A uniform reasonable 
charge shall be fixed by the commission for this service. 

§ 68. Approval of incorporation and franchises; certiflcate.^- 
No gas corporation or electrical corporation incorporated under 
the laws of this or any other state shall begin construction, or exer- 
cise any right or privilege under any franchise hereafter granted, 
or under any franchise heretofore granted but not heretofore 
actually exercised without first having obtained the permission 
and approval of the proper commissioiv Before such certifi- 
cate shall be issued a certified copy of the charter of such cor- 
poration shall be filed in the 9fEce of the commission, together 
with a verified statement of the president and secretary of the cor- 
portation,* showing that it has received the required consent of 
the proper municipal authorities. No municipality shall 
build, maintain and operate for other than municipal purposes any 
works or systems for the manufacture and supplying of gas or elec- 
tricity for lighting purposes without a certificate of authority 
granted by the commission. If the certificate of authority is re- 
fused, no further proceedings shall be taken before the commis- 
sion, but a new application may be made therefor after one year 
from the date of such refusal. 

§ 69. Approval of issues of stock, bonds and other forms of 
indebtedness.- — A gas corporation or electrical corporation organ- 
ized or existing, or hereafter incorp'orated, under or by virtue 
of the laws of the state of New York, may issue stocks, 

* So in original. 
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bonds, notes or other evidence of indebtedness payable at 
periods of more than twelve months after the date thereof, when 
necessary for the acquisition of property, the construction, com- 
pletion, extension or improvement of its plant or distributing 
system, or for the improvement or maintenance of its s'ervice 
or for the discharge or lawful refunding of its obligations, pro- 
vided and not otherwise that there shall have been secured from 
the proper commission an order authorizing such issue, and the 
amount thereof, and stating that, in the opinion of the commis- 
sion, the use of the capital to be secured by the issue of such 
stock, bonds, notes or other evidence of indebtedness is reasonably 
required for the said purposes of the corporation. For the pur- 
pose of enabling it to determine whether or not it should issue 
such an order, the commission sliall make such inquiry or investi- 
gation, hold such hearings and examine such witnesses, books, 
papers, documents or contracts as it may deem of importance in 
enabling it to reach a determination. Such gas corporation or 
electrical corporation may issue notes, for proper corporate pur- 
poses and not in violation of any provision of this or of any other 
act, payable at periods of not more than twelve months without 
such consent ; but no such notes shall, in whole or in part, directly 
or indirectly be refunded by any issue of stock or bonds or by any 
evidence of indebtedness running for more than twelve months 
without the consent of the proper commission. Provided, how- 
ever, that the commission shall have no power to authorize ths 
capitalization of any franchise to be a corporation or to authorize 
the capitalization of any franchise or the right to own, operate 
or enjoy any franchise whatsoever in excess of the amount (ex- 
clusive of any tax or annual charge) actually paid to the state or 
to any political subdivision thereof as the consideration for the 
grant of such franchise or right. Nor shall the capital stock of 
a corporation formed by the merger or consolidation of two or 
more other corporations, exceed the sum of the capital stock of the 
corporations, so consolidated, at the par value thereof, or such 
sum and any additional sum actually paid in cash ; nor shall 
any contract for consolidation or lease be capitalized in the stock 
of any corporation whatever; nor shall any corporation hereafter 
issue any bonds against or as a lien upon any contract for oon- 
"solidation or merger. 

§ YO. Approval of transfer of franchise. — No gas corporation 
or electrical corporation shall transfer or lease its franchise, works 
or system or any part of such franchise, works or system 
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to any other person or corporation or contract for the 
operation of its works and system, without the written 
consent of the proper commission. The permission and approval 
of the commission, to the exercise of a franchise under section 
sixty-eight of this act, or to the assignment, transfer or lease of a 
franchise under this section shall not be construed to revive or 
validate any lapsed or invalid franchise or to enlarge or add to 
the powers and privileges contained in the grant of any fran- 
chise or to waive any forfeiture. JSTo such corporation shall 
directly or indirectly acquire the stock or bonds of any other cor- 
poration incorporated for, or engaged in, the same or a similar 
business, or proposing to operate or operating under a fran- 
chise from the same or any other municipality, unless authorized 
so to do by the commission. Save where stock shall be transferred 
or held for the purpose of collateral security only with the consent 
of the commission empowered by this act to give such consent, no 
stock corporation of any description, domestic or foreign, other 
than a gas or electrical corporation, shall purchase or acquire, take 
or hold, more than ten per centum of the total capita] stock issued 
by any gas corporation or electrical corporation organized or exist- 
ing under or by virtue of the laws of this state. Nothing herein 
contained shall be construed to prevent the holding of stock hereto- 
fore lawfully acquired. Every contract, assignment, transfer or 
agreement for transfer of any stock by or through any person or 
corporation to any corporation, in violation of any provision of 
this act, shall be void and of no effect, and no such transfer or 
assignment shall be made upon the books of any such gas corpora- 
tion, or electrical corporation, or shall be recognized as effective for 
any purpose. 

§ 71. Complaints as to quality and price of ga* and electricity; 
investigation by commission ; forms of complaints, — Upon the 
complaint in writing of the mayor of a city, the trustees of a 
village or the town board of a town in which a person or corpora- 
tion is authorized to manufactui'e, sell or supply gas or electricity 
for heat, light or power, "or upon the complaint in writing of 
not less than one hundred customers or purchasers of such gas 
or electricity in cities of the first or second class, or of not less 
than fifty in cities of the third class, or of not less than twenty- 
five elsewhere, either as to the illuminating power, purity, pressure 
or price of gas or the initial efficiency of the electric incandescent 
lamp supply, or the regulation of the voltage of the supply sys- 
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tern used for incandescent lighting, or price of electricity sold 
and delivered in such municipality, the proper commission 
shall investigate as to the ^cause for such complaint. When 
such complaint is made, the commission may, by its agents, 
examiners and inspectors, inspect the vi^orks, system, plant and 
meithods used by such person or corporation in manufacturing, 
transmitting and supplying such gas or electricity, and may 
examine or cause to he examined the books and papers of such 
person or corporation pertaining to the manufacture, sale, trans- 
mitting and supplying of such gas or electricity. The form and 
contents of complaints made as_ provided in this section shall be 
prescribed by the commission. Such complaints shall be sig-ned 
by the officers, or by the customers, purchasers or subscribers 
making them, who must add to their signatures their places ol 
residence, by street and number, if any. 

§ 72. Notice and hearing; order fixing price of gas or elec- 
tricity, or requiring improvement. — Before ptoceeding under a 
complaint presented as provided in section seventy-one, the commis- 
sion shall cause notice of such complaint, and the purpose thereof, 
to be served upon the person or corporation affected thereby. 
Sueh person or corporation shall have an opportunity to be heard 
in respect to the matters complained of at a time and place to be 
specified in such notice. If an investigation be instituted upon 
motion of the commission the person or corporation affected by 
the investigation may be permitted to appear 'before the commis- 
sion at a time and .place specified in the notice and answer all' 
charges which may be preferred by the commission. After a 
hearing and after such investigation as may have been made by 
the commission or its officers, agents, examiners or inspectors, 
the commission within lawful limits may, by order, fix the maxi- 
mum-price of gas or electricity to be charged by such corporation 
or person, or may order such improvement in the manufacture 
or supply of such gas, in the manufacture, transmission or supply 
of such electricity, or in the methods employed by such person 
or corporation, as will in its judgment improve the service. Tlie 
price so fixed by the commission shall be the maximum price to be 
charged by such person or corporation for gas or electricity in 
such municipality vr)ti\ the commission shall upon complaint as 
provided in this section or upon an investigation conducted by it 
on its own motion, again fix the maximum price of such gas or 
electricity. In determining the price to be charged for gas or 
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electricity the commission may consider all facts which in it* 
judgment have any bearing upon a proper determination of the 
question although not set forth in the complaint and not within 
the allegations contained therein. 

§ 73. Forfeiture for noncompliance with order. — Every gas 
corporation and electrical corporation and the oiEcers, agents or 
employees thereof shall obey, observe and comply with every order 
made by the commission under authority of this act, so long a» 
the same shall be and remain in force. Any such corporation, or 
any officer, agent or employee thereof, who knowingly fails or 
neglects to obey or comply with such order, or any provision of this 
act, shall forfeit to the state of New York not to exceed the 
sum of one thousand dollars for each offense. Every distinct 
violation of any such order or of this act, shall be a separate 
offense, and in case of a continuing violation ea«h day shall be 
deemed a separate offense. An action to recover such for- 
feiture may be brought in any court of competent jurisdi&- 
tion in this state in the name of the people of the state of !N"efw 
York, and shall be comTaenced and prosecuted to final judg- 
ment by counsel to the commission. In any such action 
all penalties and forfeitures incurred up to the time of com- 
mencing the same may be sued for and recovered therein, 
and the commencement of an action to recover a penalty 
or forfeiture shall not be, or be held to be, a waiver of the right 
to recover any other penalty or forfeiture; if the defendant in 
such action shall prove that during any portion of the time for 
which it is sought to recover penalties or forfeitures for -a vio- 
lation of an order of the commission the defendant --was actually 
and in good faith prosecuting the suit, action or proceeding 
in the courts to set 'aside such order, the court shall remit the 
penalties or forfeitures incurred during the pendency of such 
suit, action or proceeding. All moneys recovered in any such 
action, together with the costs thereof, shall be paid into the state 
treasury to the credit of the general fund. 

§ 74. Summary proceedings. — Whenever either commission 
shall be of opinion that a gas corporation, electrical corporation or 
municipality within its jurisdiction is failing or omitting or 
about to fail or omit to do anything required of it by law or by 
order of the commission or is doing anything or about to do 
anything or permitting anything or about to permit anything 
to be done, contrary to or in violation of law or of any order 
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of the commission, it shall direct counsel to the commission to 
commence an action or proceeding in the supreme court of the 
state of New York in the name of the commission for the purpose 
of having such violations or threatened violations stopped and pre- 
vented either by mandamus or injunction. Counsel to the com- 
mission shall thereupon begin such action or proceeding by a 
petition to the supreme court alleging the violation complained of 
and praying for appropriate relief by way of mandamus or in- 
junction. It shall thereupon be the duty of the court to specify 
the time not ejjceeding twenty days after service of a copy of the 
petition within which the gas corporation, electrical corporation or 
municipality complained of must answer the petition. In case of 
default in answer or afte-r answer, the court shall immediately 
inquire into the facts and circumstances in such manner as the 
court shall direct without other or formal pleadings, and without 
respect to any technical requirement. Such other persons or cor- 
porations, as it shall seem to the court necessary or proper to join 
. as parties in order to make its order, judgment or writs effective, 
may be joined as parties upon application of counsel to the com- 
mission. The final judgment in any such action or proceeding 
shall either dismiss the action or proceeding or direct that a writ 
of mandamus or an injunction or both issue as prayed for in the 
petition or in such modified or other form as the court may de- 
termine will afford appropriate relief. 

§ 75. Defense in case of excessive charges for gas or 
electricity. — If it be alleged and established in an action 
brought in any court for the collection of any charge for 
gas or electricity, 4hat a price has been demanded in excess of 
that fijsed by the commission or by statute in the municipality 
wherein the action arose, no recovery shall be had therein, but the 
fact that such excessive charges have been made shall be a com- 
plete defense to such action. 

§ 76. Jurisdiction.- — Whenever any corporation supplies gas 
or electricity to consumers in both districts, any application or re- 
port to a commission required by this act shall be made to the 
commission of the district within which it is mainly supplying, or 
proposing to supply, such service to consumers. But nothing 
herein contained shall be construed to deprive the commission of 
either district of the power of supervision and regulation 
within its district. And either commission shall have power to 
enter and inspect the plant of such corporation, wherever situated 
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§ 77. Powers of local oflcers. — If in any city of the iirst or 
second class there now exists or shall hereafter be created a board, 
body or officer having jurisdiction of matters pertaining to gas or 
electric service, such board, body or officer shall have and may 
exercise such power, jurisdiction and authority in enforcing the 
laws of the state and the orders, rules and regulations of the com- 
mission as may be prescribed by statute or by the commission. 

AETICLE V, 

CoMMissioirs AND OFFICES ABOLISHED; Saving Clause ; 

Repeal. 

Section 80. Board of railroad commissioners abolished; effect 
thereof. 

81. Commission of gas and electricity abolished; effect 

thereof. 

82. Inspector of gas meters abolished; effect thereof. 

83. Board of rapid transit railroad commissioners abol- 

ished; effect thereof. 

84. Transfer of records. 

85. Pending actions and proceedings. 

86. Construction. 

87. Repeal. 

88. Appropriation. 

89. Time of taking effect. 

§ 80. Board of railroad commissioners abolished; effect thereof. 
— On and after the taking effect of this act the board of railroad 
commissioners shall be abolished. All the powers and duties of 
such board conferred and imposed by any statute of this state 
shall thereupon be exercised and performed by the public 
service commissions. 

§ 81. Commission of gas and electricity abolished; effect 
thereof. — On and after the taking effect of this act the commis- 
sion of gas and electricity shall be abolished. All the powers and 
duties of such commission conferred and imposed by any statute 
of this state shall be exercised and performed by the public ser- 
vice commissions. 

§ 82. Inspector of gas meters abolished; effect thereof On 

and after the taking effect of this act the offices of inspector and 
deputy inspectors of gas meters shall be abolished. All the poweri 
find duties of such inspector conferred and imposed by any statute 
of this state shall be exercised and performed by the public 
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service conunissiohs. But any meter inspected, proved and sealed, 
by the said inspector of gas meters, prior to the taking effect of 
this act, shall be deemed to have been inspected by the commission. 

§ 83. Board of rapid transit railroad commissioners abolished; 
effect thereof. — On and after the taking effect of this act the 
board of rapid transit railroad commissioners shall be abolished. 
AH the powers and duties of such board conferred and imposed 
by any statute of this state shall thereupon be exercised and per- 
formed by the public service commission of the first district. 

§ 84. Transfer of records. — 1. The board of railroad com- 
missioners, the commission of gas and electricity, and the inspector 
of gas meters, shall transfer and deliver to the public service com- 
mission of the second district all books, maps, papers and records 
of whatever description, now in their possession ; and upon taking 
effect of this act, the said commission is authorized to take posses- 
sion of all such books, maps, papers and records. 

2, The board of rapid transit railroad commissioners shall 
transfer and deliver to the public service commission of the first 
district all contracts, books, maps, plans, papers and records of 
whatever description, now in their possession; and upon taking 
effect of this act, the said commission is authorized to take posses- 
sion of all such contracts, books, maps, plans, papers and recorda 
The said commission may also, at its pleasure, retain in its em- 
ployment any person or persons now employed by the said board 
of rapid transit railroad commissioners, and all said persons shall 
be eligible for transfer and appointment to positions under the 
public service commission of the first district. 

§ 85. Pending actions and proceedings.— This act shall not 
affect pending actions or proceedings, civil or criminal, brought by 
or against the board of railroad commissioners or the commission 
of gas and electricity, or the board of rapid transit railroad com- 
missioners, but the same may be prosecuted or defended 
in the name of the public service commission, provided the 
subject-matter thereof is wicnin the statutory jurisdiction of such 
commission. Any investigation, examination or proceeding un- 
dertaken, commenced or instituted by the said boards or commis- 
sion or either of them prior to the taking effect of this act may 
be conducted and continued to a final determination by the proper 
public service commission in the same manner under the same 
terms and conditions, and with the same effect as though such 
boards or commission had not been abolished. 
4 
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§ 86. Construction — •■ Wherever the terms board of railroad 
commissioners, or commission of gas and electricity or inspector 
of gas -meters or board of rapid transit railroad commissioners 
occur in any law, contract or document or whenever in any law, 
contract or document reference is made to such boards, commis- 
sion or inspector, such terms or reference shall be deemed to refer 
to and include the public service commissions as established by 
this act, so far as such law, contract or document pertains to 
matters which are within the jurisdiction of the said public service 
commissions. Nothing in this act contained shall be deemed to 
apply to or operate upon interstate or foreign commerce. 

§ 87. Repeal.- — The following acts and parts of acts, together 
with all other acts amendatory of such acts, and all acts and parts 
of acts otherwise in conflict with this act, are hereby repealed; 
Laws of 1905, chapter 737. 
Laws of 1905, chapter 728. 
Laws of 1904, chapter 158. 
Laws of 1902, chapter 373. 
Laws of 1896, chapter 45'6. 
Laws of 1894, chapter 452. 
Laws "of 1892, chapter 534. 
Laws of 1891, chapter 4, sections 1, 2 and 3. 
Laws of 1890, chapter 565, sections 150 to 172 inclusive. 
Laws of 1890, chapter 566, sections 62, 63 and 64. 

§ 88. Appropriation — There shall be appropriated for the use 
of the commissions, and for the payment of salaries and disburse- 
ments under this act, from money not otherwise appropriated, the 
sum of three hundred thousand dollars, one hundred and fifty 
thousand dollars for the use of the commission of the first dis- 
trict and one hundred and fifty thousand dollars for the use of 
the commission of the second district. 

§ 89. Time of taking effect — This act shall take effect July 
first, nineteen hundred and seven. 

State of New Toek, J 

y ss.: 
Office of the Secretary of State. ' 

I have compared the preceding with the original law on file in this 
office, and do hereby certify that the same is a correct transcript there- 
from and of the whole of said original law. 

JOHN S. WHALEN, 

Secretary of State. 
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